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JUL 1 3 1953 


MEMORANDUM FOR: 
THRU : 
FROM : 


Director of Training 
Security Staff, I&S 

Assistant Director, Office of Collection 
and Dissemination 


SUBJECT 

REFERENCE 


: Request for Non-CIA Training 

: Conference on USSR at SAIS 
Memo dated 19 June 195$”"““ 
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The following is submitted relative to this report: 
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b. OCD, Liaison Division, Non-IAC Branch 


Intelligence Officer - Liaison Officer 
Responsible for the non-IAC inter-agency liaison as 
pertains to East-West trade. This includes the 
responsibility for collection of name and trade intel- 
ligence information disseminated to those non-IAC 
agencies engaged in waging economic warfare against 
the Soviet Bloc. Necessary to have a working knowl- 
edge of our foreign policy regarding the Soviet Bloc. 

Applicant intends to attend the entire conference. 
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BS and MS - Brigham Young University, Provo, Utah- 
Sociology and Political Science. Additional post- 
graduate work in the same field 

Applicant intends to attend the banquet. 
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Approved For Release 2000/||g^|^|jgpj 


JAMES M. ANDREWS 


NO SECUfcll y OBJEC TIONS 

Employee will make no reference to, or dkcutt hU riA 
connection, assignment or Julies while parficfeafin*5^ 
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SECURITY IN FORMA 





